To: Restivo, Angela[Restivo.Angela@epa.gov]; Crossland, Ronnie[Crossland. Ronnie@epa.gov] 

From: Skibitski, Thomas, NMENV 

Sent: Fri 8/7/2015 9:25:03 PM 

Subject: FW: NEWS ADVISORY: NM Environment Department Secretary Ryan Flynn and NM State 

Engineer Tom Blaine in Aztec and Farmington Today Concerning EPA Gold King Mine Toxin Spill 

imaqeOOi .emz 

150807MA-QQTS-GoldKinaMineEPASpill.pdf 


Forwarding all press releases to you. . . 
TS 


From: Majure, Allison, NMENV 
Sent: Friday, August 07, 2015 9:16 AM 
To: NMENV-Outreach 

Subject: NEWS ADVISORY: NM Environment Department Secretary Ryan Flynn and NM State Engineer 
Tom Blaine in Aztec and Farmington Today Concerning EPA Gold King Mine Toxin Spill 



August 7, 2015 


Contact: Allison Scott Majure 
Communications Director 
New Mexico Environment Department 
505.231.8800 | Allison.majure@state.nm.us 


NM Environment Department Secretary Ryan Flynn and NM State Engineer Tom Blaine 
in Aztec and Farmington Today Concerning EPA Gold King Mine Toxin Spill 

Contaminated Plume Now Expected To Pass Aztec/Farmington Area Friday Evening 
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Santa Fe - The New Mexico Environment Department and the New Mexico Office of the State 
Engineer remind water users along the Animas River to stop taking water from the Animas River 
during the EPA Gold King Mine. New Mexico continues to seek contamination constituent 
information from Environmental Protection Agency. 


Who: NM Environment Department Secretary Ryan Flynn and State Engineer Tom Blaine 

When: 9:30 a.m. Aztec, NM, Commission Chambers 

1 1:00 a.m. Farmington, NM, Berge Park 

Where: Aztec Commission Chambers 100 South Oliver Drive 
& Berge Park, San Juan Boulevard, Farmington 

### 


All the best, 
Allison 


Allison Scott Majure, Communications Director 

New Mexico Environment Department 
505.827.2855 Office of the Secretary 
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505.231.8800 Cell | 505.827.0314 Office 
http://www.nmenv.state.nm.us/OOTS/newsroom.htmi 
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